BELL SYSTEM PRACTICES 


TELETYPEWRITER. STATIONS. 


Sora Key Cine ress) a 


Bee rir 
Gzec$ Sxbey 


Lert eNO view 


SOI7AC KEY CSTOPUNE-TEST A 
Hes 


Lert exo view 


BELL TELEPHONE LABORATORIES, INCORPORATED 
PRINTED INUS.A COPYRIGHT, 956 BY AMERICAN TELEPHONE ANO TELEGRAPH CO. 


“531A (MFR OSC) OR 64 
PAR eek) 
‘on 


FRONT view 


+ 7 ee 


tines Si 


Man cond TO 1a 
Beer 


taps To LINE 
eRe zee « 
BR 


FRONT vieW 


KEY (DUPLEX SINGLE) 
908! PLS OR, 


V70 xe (RECALUA FoR 120c3 wiTh 
N REO. 7zas appceron 


ms-nee.cy pect 
Ses Snes Se 
(estes te wecr 
Cyr ner) 


‘counsooy—_/ 296 cone, 
Lvwo.s2x1 rnuscr Rae Audet 
PORNIBC ito me DETAILS 
FRONT view mont ENO View 


PRIVATE LINE SERVICE WITH (JOB! TTY SUB. SET 
on 

ATTENDED TW SERVICE WITH 126€3 OR 19081 TTY SUB. SET 
FIG. 


re KEY CRECALLWITH 
ig SYain. WHEN nea, 


i 


Ral Hietet 


‘suanc scx woos —| | i 


ocd 


xan ge 


‘ono To iacca Tv zp0, cone. 


2x aannmscn, Foes OP 
ze¢ como 
BFE ter PoSeEESsi er 
mec comes kaos zoe cone 
90-32%) AMM SCR. Bas ofa Uke 


#oRusneo wr TE OC TAILS 


FRONT view RIGHT END VIEW 
[UNATTENDED TWX SERVICE WITH 128¢3 OR 13081 TTY SUB. SET 
FIG. 2 


aps cone ew 
REG ALIS YSSRt one 


wores: 
ont 
Be 


TRASHED Cave 


te-sooausninc a | 
Wie SSuguit Uoeawar} Beene Foe 
(MOS ine toe tance 
Trex on 


wx omer 


EAN WEw (REAR PANEL eMOWED! 
scr 
seas 
E i a 
The = _ 
. 
ae 
Hf 
co 5 ay 
aia oon er | 
gener | 
eende cancer. 


Lacca try sve. ser 


6 mE Ew 
UE Son 


a 
pire oeraics. 


REAR VIEW (REAR PANEL REMOVED) 
ser 


3 


| toxsya aww sex 


128C3 OR 13081 T 

FOR ATTENDED & UNATTEN 
AND I3OBI TTY | 

FOR PRIVATE LINE 

19 TTY SET ON 19 


ecsaa7-o 


We Peoria oar Eee, 


| 
ax sj anwscr 


CREE SAE) 


ox ye RMwSER 


99, RECT. 
8,44 RECT. 


(REAR PANEL. REMOVED) 


") 


a Xue Naw see 


Rte 
Rae 
oo) 


Lrwx omer 


799i mec. 
126 .4 RECT. 


i20ce TTY sus. ser 


(REAR PANEL. REMOVED) 


tox a/e anw sce 
FantSwes whe ser 


——+ 


ie 


SECTION P90.025 


‘ISSUE'4 1956 
‘ATT CO STANDARD 


IRING _OSP SHALL 
[AND LEFT THE 


4 


4 a ion apenox, 


FINISH TO SUITABLY MATCH TABLE 


FIG.A 


128C3 OR 130BI TTY SUB. SET 
FOR ATTENDED & UNATTENDED TWX SERVICE 
‘AND I30BI TTY SUB. SET 
FOR PRIVATE LINE SERVICE 
19 TTY SET ON I9A TTY TABLE 


